C' /? 'tV/' 


Approved For Release 20011 


Deputy Assistant Director,, 0RR 


29 August 1956 


Chief, Industrial Division, GRR 


Estimated Sima Requirement 


In, connection with proposed submission of recoaanendat ions 
for revision of COCGM Lists IL-2 and H>-3 in accordance with 
criteria relating to nuclear energy uses, the following time 
will foe required in D/l branches, and in St/GM: 


i/ar 

i/ci 

I/EE 

I/MM 

l/SH 

I/TH 

I/WA 

St/GM 


Total 


0 hours 
0 hours 
160 hours 
210 hours 
60 hours 
70 hours 
0 hours 
0 hours 

500 hours 


With the exception possibly of i/MM, this will not involve 
revision of branch research schedules. 
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